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MEMORANDUM FOR: Chief, Contracts Division, OSA 

SUBJECT : Cryptographic Facility at General 

Electric 


REFERENCE : 1816 


25X1 A 


1. Communications and cryptographic equipment for 
the cryptographic center at General Electric Corporation, 
Philadelphia, will be installed during the week of 14 
January 1963. This equipment is being Installed on a 
work order placed by the A.T. & T., Washington office. 
Billing for the use of this equipment will be to the A.T. & 
T., Washington, who will hand carry this bill to OSA for 
payment . 

2. This office has scheduled a Communications Train-* 
ing Officer to General Electric commencing 28 January 1963. 
The Communications Officer will activate this facility, 
concurrent with the training of the G.E. crypto personnel, 
approximately 29 January 1063. 

3 . The Project cable address for G.E., Philadelphia, 
is 
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Chief, Communications Staff, 
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